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9109190059 Forwards insp rept 50-282/91-15 & 50-306/91-15 on 910709- 0903.Viola-
tion noted but not cited.

CLAYTON.B. Region 3 (Post 820201). 91/09/12.  ELIASON.LR. Northern States
Power Co. 4pp. 59134:044-59134:063.

-9109190070 Insp repts 50-282/91-15 & 50-306/91-15 on 910709-0903. No violations
noted in five of six areas.One noncited noted. Major areas inspected:onsite followup
of events.maint, surveillance.technical training & LERS.
JORGENSEN.B.L Region 3 (Post 820201). 91/09/11. 16pp. 59134:048-59134:063.

9109110056 NRC Info Notice 91-055. "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV QE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050118 "Effluent & Waste Disposal Semiannual Rept for Prairie Island Nuclear
Generating Plant for Units 1 & 2." W/910827 Itr.
FEY.F.L Northern States Power Co. 91/06/30. 256pp. 58999:001-58999:179.

9109050286 Submits configuration mgt program six month status rept through June
1991.

PARKER.T.M. Northern States Power Co. 91/08/28. Document Control Branch (Doc-
ument Control Desk). 3pp. 59029:179-59029:181.

9109040332 Forwards fitness-for-duty performance data for 6-month period ending
910630,consisting of random testing program results/confirmed positive tests for spe-
cific substances.

MISERENDINO.G. Northern States Power Co. 91/08/29. Document Control Branch
(Document Control Desk). 7pp. 58998:227-58998:233.

9109040341 Submits Fitness For Duty Performance Data for Jan-Jun 1991.
CLEVELAND.R.D. Northern States Power Co. 91/08/30. Document Control Branch
(Document Control Desk). 1p. 58998:221-58998:221.

9109160322 Monthly operating repts for Aug 1991 for Prairie Island Nuclear Generating
Plant Units 1 & 2.W/910910 Itr.

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 91/08/31. 9pp. 59119:117-
59119:125.

S. Reportable occurrences, LERs & related correspondence

9109190255 LER 91-011-00:on 910816,reactor tripped unexpectedly.Caused by intermit-
tent failure in firing card for stationary grippers supplied by power cabinet 2AC.Card
previously tested satisfactorily at room temp.W/910916 Itr.

HUNSTAD.A.A., PARKER.T.M. Northern States Power Co. 91/09/16. 5pp. 59166:169-
59166:173.

U. Congressional/Executive Correspondence

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Uti! de-
signed & located fuel storage facility so that exposure to radiation by members of
public falls well below EPA stds & poses no threat to tribal populations.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G.
House of Rep. 2pp. 59253:114-59253:116.

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead-
ers have great health & safety concerns re util proposal to shift radioactive fuel waste
from facility to series of 48 metal casks until radwaste dump established.
SIKORSKI.G. House of Rep. 91/08/15. SELIN.I. Commissioners (Post 750119). 1p.
59253:116-59253:116.

Y. Dry Cask Independent Spent Fuel Storage Installations

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Util de-
signed & located fuel storage facility so that exposure to radiation by members of
public falls well below EPA stds & poses no threat to tribal populations.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G.
House of Rep. 2pp. 59253:114-59253:116.

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead-
ers have great health & safety concerns re util proposal to shift radioactive fuel waste
from facility to series of 48 metal casks until radwaste dump established.
SIKORSKI.G. House of Rep. 91/08/15. SELIN.I. Commissioriers (Post 750119). 1p.
59253:116-59253:116.

DOCKET 50-285 FORT CALHOUN STATION, UNIT 1

irgency & fire protection plans

F. Security, medlca

9104300403 Forwards Fort Calhoun 1991 Emergency Preparedness Exercise Ingestion
Data Map.which was excluded from initial scenario, per 910405 Itr.
GATES.W.G. Omaha Public Power District. 91704/24. Document Control Branch (Doc-
ument Control Desk). 2pp. 59126:216-59126:217.

9109160143 Rev 19 to EPIP-OSC-1, "Emergency Classification." W/910909 Itr.
GATES.W.G. Omaha Public Power District. 91/09/09. 103pp. 59114:026-59114:127.

9109260055 Revised EPIPs,including rev 12 to EPIP-EOF-3,Rev 13 to EPIP-EOF-11 ,Rev
7 to EPIP-RR-13.Rev 4 to EPJP-RR-70,Rev 2 to EPIP-RR-84,Rev 19 to EPIP-EOF-6 &
revised index for FC-EPF & FC-EPF-16.W/910920 Itr.
GATES.W.G. Omaha Public Power District. 91/09/20. 94pp. 59218:129-59218:222.

H. General correspondence

9109050176 Informs that RW Short replaced JW Chase as Manager.Nuclear Licensing
& Industry Affairs at util.

GATES.W.G, Omaha Public Power District 91/08/26. Document Control Branch (Doc-
ument Control Desk). 1 p. 59030:323-59030:323.

9109110125 Advises that RW Short replaced JW Chace as manager.nuclear licensing &
industry affairs at util.

GATES.W.G. Omaha Public Power District. 91/08/26. MARTIN.R.D. Region 4 (Post
820201). 1p. 59100:237-59100:237.

I. Financial information

9109100358 Forwards "OPPD Fort Calhoun Station Decommissioning External Trust
Fund Financial Statements & Independent Auditors Rept 900702-910630."
GATES.W.G. Omaha Public Power District 91/09/04. WOOD.R.S. Document Control
Branch (Document Control Desk). 1p. 59087:161-59087:170.

-9109100362 "OPPD Fort Calhoun Station Decommissioning External Trust Fund Fi-
nancial Statements & Independent Auditor Rept for 900702-910630."

* Omaha Public Power District. 91/09/04. 8pp. 59087:162-59087:170.

P. Operating license stage documents & correspondence

9012050058 Dscusses several unresolved Tech Spec interpretations.per SJ Collins
891227 memo.

CALVO.J.A. Technical Specifications Branch. 90/11/21. QUAY.T.R. Project Director-
ate IV-1 (900603-901215). 4pp. 59135:224-59135:225.

9109050160 Informs that submitted info marked as proprietary will be withheld from
public disclosure pursuant to 10CFR2.790(b)(5) & Section 103 (b) of Atomic Energy
Act of 1954 due to documents containing trade secrets or proprietary info.
WALKER.W.C. Project Directorate IV-1. 91/08/19. GATES.W.G. Omaha Public Power
District. 5pp. 58993:194-58993:198.

9109120237 Grants 910731 request that proprietary WCAP-13027, "Westinghouse
ECCS Evaluation Model for Analysis of CE-NSSS." be withheld from public disclosure
(ref 10CFR2.790).

WALKER.W.C. Project Directorate IV-1. 91/08/28. GATES.W.G. Omaha Public Power
District. 4pp. 59092:319-59092:322.

9109090233 Responds to 910507 request for addl info re effect of elevated ambient air
temps on performance of facility EDGs. Forwards Rev 2 to EA-FC-90-062, "Diesel
Generator Upper Temp Operating Limits." W/one oversize drawing.
GATES.W.G. Omaha Public Power District. 91/09/03. Document Control Branch (Doc-
ument Control Desk). 158pp. 59072:142-59073:131.

-9109090236 Rev 2 to "Diesel Generator Upper Temp Operating Limits."

*  Omaha Public Power District EA-FC-90-062 R02. 91/06/14. 195pp. 57072:301-
59073:131.

9109100294 Revises util commitments.contained in 900412 Itr in response to Generic
Ltr   88-17   re   loss   of   DHR.Shutdown   cooling   low   flow   alarm   will   still   be
instalied.Pressure indication on suction of LPCI pumps will not be installed.
GATES.W.G. Omaha Public Power District. 91/09/04. Document Control Branch (Doc-
ument Control Desk). 2pp. 59083:150-59083:151.

9109100375 Summary of 910826 meeting w/util to assist in review of amend to tech
specs re containment tendon surveillance requirements.List of attendees encl.
WALKER.W.C. Project Directorate IV-1. 91/09/05. Project Directorate IV-1. 4pp.
59050:026-59050:029.

9109180023 Informs that on 910903 U Collan assumed duties of director of Div of Ra-
diation Safety & Safeguards.S Collins becomes director of Div of Reactor Safety & AB
Beach becomes director of Div of Reactor Projects.

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. GATES.W.G. Omaha Public Power
District. 2pp. 59117:056-59117:057.

9109260101 Clarifies that application of 10CFR50 App B QA Program as applied to ac-
tivities under 10CFR71 for facility limited to procurement & use of packaging for ship-
ment of radioactive matls.

GATES.W.G. Omaha Public Power District. 91/09/20. Document Control Branch (Doc-
ument Control Desk). 1p. 59218:360-59218:360.

9109300022 Forwards application for amend to License DPR-40.changing Tech Spec
2.10.2 to provide for exceptions to shutdown margin requirements during low power
physics testing & to incorporate administrative changes.

GATES.W.G. Omaha Public Power District. 91/09/20. Document Control Branch (Doc-
ument Control Desk). 1p. 59245:251-59245:267.

-9109300024 Application for amend to License DPR-40,changing Tech Spec 2.10.2 to
provide for exceptions to shutdown margin requirements during low power physics
testing & to incorporate administrative changes.
GATES.W.G. Omaha Public Power District 91/09/20. 3pp. 59245:252-59245:254.

-9109300025 Proposed Tech Spec 2.10.2 re reactivity control sys & core physics pa-
rameter limits.

* Omaha Public Power District 91/09/20. 13pp. 59245:255-59245:267.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049. "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050. "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051. "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109130216 Forwards Insp Rept 50-285/91-19 on 910708-12 & notice of violation.
BEACH.A.B. Region 4 (Post 820201). 91/09/09. GATES.W.G. Omaha Public Power
District. 4pp. 59113:144-59113:160.I.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
